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a dangerous sort which must be overcome quickly and effectively.    For such
conditions the hypochlorite treatment is primarily applicable."
12.  Sewage Disposal and Water Pollution in Relation to Water
Supply.
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The author sent a list of questions to 120 sanitary officers, engineers, chemists
and bacteriologists, asking their conception of the principles that should govern
sewage disposal and water pollution in relation to water supply, and now for-
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Watershed.
PROVOST, A. J.   Journal of the New England Water Works Association, Vol.
25, p. 301-316, Boston, 1911.
All human discharges are promptly incinerated. Liquid camp waters from
laundries and kitchens, are passed through a sand filter and finally treated with
chloride of lime, as is all storm water. Each camp has a medical officer on
call who examines all applicants for work and vaccinates all those who are
accepted.
14.  The Pest at Our Gates.
BIGELOW, POTTLTNEY. New Broadway Magazine, 1908. Reprinted by the
Merchants' Association of New York, N. Y., 1908, 20 p.
15.  Sewage in New York Harbor.
BLACK, WM. M., and PHELPS, E. B. In Massachusetts Institute of Tech-
nology, Sanitary Research, etc., Contributions, Vol. 7.
Report Concerning the Location of Sewerage Outlets and the Discharge of
Sewage in New York Harbor, Submitted to the Board of Estimate and Appor-
tionment, March 23,1911.
16.  Passaic Valley Sewer.
Report on the Discharge of Sewage from the Proposed Passaic Valley Sewer
of New Jersey. Metropolitan Sewage Commission, New York, May 23,
1910.
17.  Protection of River and Harbor Waters.
WmsLOW, C.-E. A., Am. Mus. of Natural History, Guide Leaflet, No. 33, 27p.,
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